274 


Curved Members 




It is well to observe that the vertical displacement resulting from a horizontal load 
is numerically equal to the horizontal displacement due to a vertical load, provided 
that P = H. It is also of interest to recall that this correspondence of deflections 
agrees with the Maxwell’s theorem of reciprocity for elastic structures [133, 134]. 



